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GORDON & ROGERS 


WM. SETON GORDON COUNSELLORS AT LAW CABLE ADDRESS “CLONTARF”’ 
CLARENCE De WITT ROGERS CODES USED: 
tT BROAD SEN Reon , LIEBER’S,A| AND WESTERN UNION ~ 


COMMISSIONER FOR ONTARIO AND MANITOBA 
TELEPHONE 3330 CORTLANOT 


February 27th, 1915. 


The Secretary, 
American Numismatic Society, 
corner Broadway and 156th Street, 
New York City. 


Dear Sir:+ 
We enclose herewith a letter from our client, Mr» John Gordon, 


of Rio de Janeiro, which he sent us, together with the enclosed speci~ 
mens of Brazilian paper money, to be forwarded to the New York Numis- 
eee | 
Upon enquiry, we are satisfied that your Society is intended. 
If you will forward us a receipt for the enclosed specimens 
of paper money, we will transmit your letter to Mr. John Gordon, who is 


now in England. 
_Yours very truly, 
” C7 ; 4 2 
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To the 
Executive Committee. 
The American Numismatic Archeological Society, 
1271 Broadway, 
New York. 


Please present my name for election as a. 
member of the American Numismatic and Arche- 


ological Society. 


March 2rd, 1912. 


Veesrs. Cordon & Rogers, 
141 Broadway, 
New York. 
Tear Sirs:- ) 

I have received your letter cf February 27th with the four. 
specimens of paper money from Wr. Jolin Gordon, for which please accept 
thanks. J enclose herewith an acknowledgment for Wr. Gordon, 

You are perfectly right in sending them to this Society,es 
Vr. Jobh Gordon nas been one of ovr Corresponding Yenbers ever since 
1883. : 

Very truly yours, 


Director, 


THE AMERICAN NUMISMATIC SOCIETY 


BROADWAY AT 156TH STREET 
NEW YORK 


A SPECIAL MEETING OF THIS SOCIETY WILL 
BE HELD ON 


THURSDAY, JANUARY 7, 1915 AT 8.30 P. M. 


MR. THOMAS L. ELDER WILL READ A PAPER ON 


SOME PHASES AND NEEDS OF AMERICAN NUMISMATICS 
WHICH WILL BE FOLLOWED BY INFORMAL DISCUSSION 
SELECTIONS FROM THE SOCIETY'S COLLECTION, ILLUSTRATING 
MR. ELDER’S SUBJECT, WILL BE EXHIBITED. 


BAUMAN L. BELDEN, 


SECRETARY. 


THE PRACTICE OF KEEPING THE SOCIETY'S BUILDING OPEN ON THE FIRST MONDAY 
EVENING OF JANUARY, FEBRUARY, MARCH, APRIL, MAY, OCTOBER, NOVEMBER AND 
DECEMBER HAS BEEN DISCONTINUED. MEETINGS OF THE SOCIETY FCR THE DISCUSSION 
OF NUMISMATIC SUBJECTS WILL BE HELD ON THE EVENINGS OF THE FIRST THURSDAY 
IN THE SAME MONTHS DURING 1915. 


BROADWAY AT 156TH STREET 
New YorK 
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March 29th, 2929. 
Mr. Jenn Cordon, ; yee: 1 it 
o/o B. Johnson & Con, fe alt ie 


Rio de ssi i "Brazil. 
Deux ur. Goraont=_ aid 


| Your letter of. the Lith of February has been received, 
and I take pleasure in enclosing a duplicate of the dist 
of Branklian soins which we desire. ‘ 


\ 
! 


‘thankive you most cordially for your interest in the 
increase of our collection, I beg to remain, | 


Yours very truly, 


Seoretary.- 
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July 25th, 1922. 


Mr e. John Gordon, 
Cody 1a University Club, 
Vest 43ra street, 
: New York. 


> ‘Dear Wy. Gordon: 


I em sorry te have plone your 
viit today, put eyen hed I heen here I should 
heve been unable te do ee then I. om 
proposing now. — : 


4 


Ae y may have been infoz 

our Curater, vir. Voot, ie absent until. 
fifteenth. In. consequence any account ak 
‘these coins met be delayed until his return. ' 
He is moh better informed.than I about the 
series and in a better position te handle the 
denshie of these you nee other than as & 

nation. — 


? 


Paemit ne however, in his be= 
half to thank you for your gift and to assure 
you that we shall be very glad te do whet we 

Gan under the cirounstanoces « 


Very sincerely yours, 


- rt 


Secretary, 
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